
The Coxnmonwealth of Massachusetts 

Department of State Police 

305 South Street^ Jamaica Plain, MA 02130 

617-983-6622 


DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 

UEi/TENANT GOVERNOR 


MARY ELIZABETH HEFFERNAN 

SECRETARY 

COLONEL Timothy p. ALben 

SUPERINTENDENT 


07/25/12 


Kathleen Celio 

Assistant District Attorney, Suffolk County 
Ms. Celio, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheets with chemist’s hand notations and test results. 

3. GC/MS analytical data for sample #’s 

If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
(617) 983-6632 


Excellence In Service Through Quality Policing 























































Corbett email PRR 004430 



















































































































































































Area Percent / Library Search Report 


Information from 

Data File: 

Pile Name : 

D:\SYSTEM8\07_17__12\836205.d 

Operator ; 

KAC 

Date Acquired : 

17 Jul 2012 ^1:46 

COCAINE STD^ 

Sample Name ; 

Submitted by ; 

Vial Number ; 

S 

AcquisitionMeth; 

DRUGS.M 

Integrator ; 

RTE 


Abundance 

I 6 OOOO 0 I 


4.643 


tIC; 836205.d\data.ms 


1000000 ' 


500000 


Q ' I ~i—r 

Time--> 2.00__ 


T-j— r- i ' - 1 I I I - r 'V— r-j—i— 1 —r-i ] 1 1 r-T-]--r---T 

3.00 4.00 5.00 6,00 7.00 


., , , , , I I I I , I I I 

8.00 9.00 10.0^ 110^ 12 00 


Ret. Time Area Area % Ratio % 


4.543 1384284 100.00 100.00 


836205.d 


Tue Jul 17 11:59:08 2012 


Page 1 



Corbett email PRR 004436 











Tue Jul 17 11:59:08 2012 


Page 2 


Corbett email PRR 004437 





Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17__12\836206.d 

Operator : KAC 

Date Acquired ; 17 Jul 2012 12:01 

Sample Name ; BLANK 

Submitted by ; KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 




***N0 INTEGRATED PEAKS*** 


836206.d Tue Jul 17 12:14:32 2012 


Page 



Corbett email PRR 004438 




Informat: 
File Nam< 
Operator 
Date Acqi 
Sample N; 
Submittef 
Vial Num) 
Acquisit: 
Intearat( 




























Abunrfatsce Average of 4.511 to 4.693 min : 836208.d\data.rrts (-) 




Abundance COCAINE 




836208 .d 


Tue Jul 17 12:45:21 2012 


Page 2 


Corbett email PRR 004442 










Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D:\SySTEM8\07_17_12\836209.d 
KAC 

17 Jul 2012 12>47 


KAC 

9 

DRUGS.M 
RTE 



TIC: 836209;dWata.ms 


6.00 7M _„8.00 9.00 


Area Area % Ratio % 


4.543 


1475816 100.00 100.00 


Tue Jul 17 13:00:50 2012 


Corbett email PRR 004443 










Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM8\07_17_12\836209 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 


17 Jul 2012 12:47 



9 


DRUGS . M 
RTE 


d 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C;\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4,54 

C:\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 

000050-36-2 

000050-36-2 

99 

99 

99 

Abundance 

Average of 4.50llb 4.693 min.: "836209.d\dala,ms 

(-) 



80 

60 

40 

20 

0 


42 


55 67 


182 


94 105 




122 




152 166 


m/Z”> _ 
Abundance 

80 

60 

40 

20 

0 

m/z-> 


40 60 80 1 


198 


215 


'l ' ' ' ' I ' ' ' ' I ' ' 


303 

272 I 

242 259 I 288 I, 

--j f I I I j '("I" 


82 


42 


65 68 


00 120 140 160 180 200 ^20 ^40 _ 260 280 _ 300 

# 29 TC 0 CAINE “ 


182 


94 


105 


122 


135 155 

-T^r't’nr-rM'VT-TV- 


198 


214 


f T- y -i - T—r- T j I I I < [ > I ^ ‘ 


244 259 


272 


303 


I I I t 1 I ' < < 1 i T 


40 60 80 ' ' ioO__ 120 140 160 180 200 ._ 220 240 260 __280 __ _300 



836209;d Tue Jul 17 13;00;S0 2012 


Page 2 



Corbett email PRR 004444 









































Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17__12\836212.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 14:50 

Sample Name ; BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 



***N0 INTEGRATED PEAKS*** 


836212.d Tue Jul 17 15:03:05 2012 


Page 



Corbett email PRR 004449 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07__17_12\836213 .d 
KAC 

17 Jul 2012_15:05 


KAC 

13 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 



















































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07__17_12\836215 -d 
KAC 

17 Jul 2012 15:36 


15 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 4.54 C;\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance Average of 4.506 to 4.693 min.: 83621 5.d\data.ms (-) 




836215.d 


Tue Jul 17 15:49:22 2012 


Page 2 



Corbett email PRR 004456 

























































Area Percent / Library Search Report 



Corbett email PRR 004462 








Area Percent / Library Search Report 


Information from Data File: 

File Name ; D;\SYSTEM8\07_17_12\836219.d 

Operator ; KAC 

Date Acquired ; 17 Jul 2012 16:37 

Sample Name 
Submitted by 
Vial Number ; 19 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C;\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 4.54 C;\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 




Abundance #29: COCAINE 



836219.d 


Tue Jul 17 16;51:04 2012 


Page 2 



Corbett email PRR 004463 










3.784 

115258 

4.45 

4.66 

4.549 

2473860 

95.55 

100.00 


























































Area Percent / Library Search Report 


Data File: 

D:\SYSTEM8\07_17_12\836221.d 
KAC 

7 ; 08 

C 
21 

DRUGS,M 
RTE 


\Database\SLI. L 
\Database\NIST08.L 
\Database\PMW T0X2,L 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


!: \Database\SLI .L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Average of 4.495 to 4.688 min.: 836221 .dVdala.ms (-) 
182 


94 105 


122 

>• li 

135 

*52 166 

.it I .1 

198 

1 1 

1 

120 

140 

■'i-'n ' r 

160 18( 

3 

200 



#61: COCAINE 



272 

243 259 I 288 


S'* 105 


152 166 


208 222 244 258 


80 100 120 140 160 180 200 220 240 260 280 300 


Tue Jul 17 17:21:53 2012 


Page 3 


Corbett emaiI PRR 004469 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

D;\SYSTEM8\07__17_12\836224 .d 
KAC 

17 Jul 2012 17;55 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance tiC; 836224.d\dala.nis 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836224.d Tue Jul 17 18:08:13 2012 Page 1 



Corbett email PRR 004475 








Area Percent / Library Search Report 


Information from Data Filer 

File Name ; D ; \SYSTEM8\07_17_12\836225.d 

Operator ; KAC 

Date Acquired ; 8 :10 

Sample Name ; 

Submitted by : KAC 

Vial Number ; 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.54 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.500 to 4.704 min.: 836225,d\data.ms (-) 



836225.d Tue Jul 17 18:23:37 2012 Page 2 

Corbett email PRR 004477 









Corbett email PRR 004478 









Corbett email PRR 004479 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07__17_12\836227 .d 
KAC 

17 Jul 2012 18/41 



KA' 

27 

DRUGS.M 
RTE 



T!me-> 2.00 la.OO 4.00 5,00 6.00 ._7.00 _ 8.00 _ 9.00 10,00 11.00_ 12.00 


Ret, Time 


Area Area % Ratio % 


4.549 


2147785 100.00 100.00 



























Information froiT 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 









836228 . 











Corbett email PRR 004484 












Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM8\07_17_12\836229.d 

Operator : KAC 

Date Acquired : :12 

Sample Name : 

Submitted by : 

Vial Number ; 29 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C : \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 



Corbett email PRR 004485 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\SYSTEM8\07_17_12\836229.d 

Operator : KAC 

Date Acquired : ; 12 

Sample Name : 

Submitted by : KAC 

Vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 


Library/ID 


2 4.55 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 i,''' 

000050-36-2 99 

000050-36-2 99 


Abundance 


Average of 4.500 to 4.688 min,; 836229.d\dafa,ms (-) 





836229,d 


Tue Jul 17 19:25:23 2012 


Page 3 


Corbett email PRR 004486 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836230.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 19:27 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance T!C; 836230.d\data.nis 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836230.d Tue Jul 17 19:40:47 2012 Page 1 



Corbett email PRR 004487 











Area Percent / Library Search Report 


Information from Data File: 

Pile Name ; D; \SYSTEM8\07_17_12\836231.d 

Operator ; KAC 

Date Acquired : : 43 

Sample Name ; 

Submitted by : KAC 

Vial Number : 31 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 





























Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM8\07_17_12\836232.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 32 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


^Wu^201^19 ; 58 
KAC 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT 


Library/ID 


CAS# 


Qual 
















Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836233.d 

Operator : KAC 

Date Acquired ; ^^Ju^20^^20/l4 

Sample Name ; 

Submitted by : KAC 

Vial Number : 33 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Time-> 2.00 3.00 4.00 5,00 6.00 7,00 8.00 9.00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 


4.543 1187395 100.00 100.00 


1 
























Area Percent / Library Search Report 



3 


Tue Jul 17 20:42:32 2012 


Corbett email PRR 004496 



























Area Percent / Library Search Report 


Information from Data Pile; 

File Name : D;\SYSTEM8\07_17_12\836235.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 20:44 

Sample Name : 

Submitted by : KAC 
Vial Number : 35 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.78 

C:\Database\NIST08.L 





Levamisole 

006649-23-6 

94 



Levamisole 

006649-23-6 

94 



Levamisole 

006649-23-6 

91 



836235 .d 


Tue Jul 17 20:58:01 2012 


Page 2 


Corbett email PRR 004499 




















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \SYSTEM8\07_17__12\836236 .d 
KAC 

17 Jul 2012 21:00 

BLANK 
KAC 
2 

DRUGS , M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836236.d Tue Jul 17 21:13:21 2012 Page 1 



Corbett email PRR 004501 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836237 

KAC 

17 Jul 2012 21:15 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


.d 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


836237.d Tue Jul 17 21:28:45 2012 Page 1 



Corbett email PRR 004502 











Abundance 


Average of 4,500 to 4.704 min.: 836238.d\data.ms (-) 



836238.d 


Tue Jul 17 21:44:09 2012 


Page 2 


Corbett email PRR 004504 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEMa\07_17_12\836240.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 22:01 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 2 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Abundance TIC: 636240.d\data.ms 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


836240.d 


Tue Jul 17 22:15:01 2012 


Page 1 


Corbett email PRR 004507 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM8\07_17_12\836241.d 

KAC 

17 Jul 2012 22:17 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


Abundance TIC: 836241 .dWala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836241.d Tue Jul 17 22:30:25 2012 Page 1 



Corbett email PRR 004508 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\07__17_12\836242 .d 
KAC 

2012 22:32 

KAC 
42 

DRUGS.M 
RTE 



Time-> 2.00 

3.00 

4.00 

6.00 6.00 

7.00 

8.00 9^0 10.00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

3.778 



149864 

13,18 

15,18 

4.543 



987324 

86.82 

100.00 


836242 .d 


Tue Jul 17 22:45:50 2012 


Page 1 



Corbett email PRR 004509 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTBM8\07_17_12\836242.d 
KAC 

22 ; 32 

KAC 

42 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L 

C:\Database\NIST08.L 
C;\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAS# Qual 


1 3.78 C:\Database\NIST08.L 

Levamisole 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,S,6-tet 014769-73-4 97 
Levamisole 006649-23-6 97 



836242,d Tue Jul 17 22:45:50 2012 Page 2 



Corbett email PRR 004510 












Area Percent / Library Search Report 


Information from Data File; 

File Name ; D:\SYSTEM8\07_17___12\836242.d 

Operator ; KAC 

Date Acquired ;^^^Ju^20^2 22:32 

Sample Name 

Submitted by : KAC 

Vial Number : 42 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW T0X2.L 

PK# RT Library/ID CAS# Qual 


2 4.54 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance . Average of 4.511 to 4.709 min.: 836242.d\data.ms (-) 



Abundance #29; COCAINE 



836242.d 


Tue Jul 17 22:45:50 2012 


Page 3 


Corbett email PRR 004511 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\SYSTEM8\07_17_12\836243.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 22:48 

Sample Name : BLANK 

Submitted by ; KAC 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance " f)C; 836243.d\data.nns 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


36243,d Tue Jul 17 23:01:25 2012 Page 1 



Corbett email PRR 004512 











Area Percent / Iiibrary Search Report 


Information from Data Pile; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \sySTEM 8 \ 07 _ 17 _ 12 \ 836245 .d 

KAC 

17 Jul 2012 23:42 


45 

SCREEN.M 
RTE 


Abundance TIC: 836245!dWata,ms 

6000 



2000i 


-r-i < ; I I 


- ‘ LV ' J P ^ ^ ^ i ' ' ' ^~i T T I n T < ■ 1 j I . r r I r r r ■ | . i |-,-T-rT "p < < i j r T-rT-T "rTT - v i i * i i i i i 

Time-> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18,00 20.00 22.00 24.00 26.00 28.00 30.00 32^00 34^00 


Ret. Time Area Area % Ratio % 


***W0 INTEGRATED PEAKS*** 


836245.d 


Wed Jul 18 00:18:04 2012 


Page l 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836246 .d 
KAC 

18 Jul 2012 00:21 

BLANK 
KAC 
2 

SCREEN.M 
RTE 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


836246.d 


Wed Jul 18 00:56:27 2012 


Page 


1 



Corbett email PRR 004515 




